Total Mercury Wet Deposition, 2017 
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Sites not pictured: 

Alaska 02 3.8 Mg/m 2 

Saskatchewan 27 4.9 Mg/m 2 


National Atmospheric Deposition Program/Mercury Deposition Network 
http://nadp.slh.wisc.edu 





















